FD-302 (Rov. 3-3-$9) 


0 .0 

FEDERAL BUREAU OF INVESTIGATION 


11/23/63 


1 


E0E2Y M, NOLAN, State Highway Patrolman, Tylor 
District, was Interviewed ' relative to a bullftt fragment removed 
from the left thigh of "Governor CONNALLY, which v/ao tprncd over 
to him at ' Parkland Hospital in Dallas for delivery to th« 5*8 1 » 

NOLAN staged hiss instruction** were apparently not clear 
at the outset and that following contact with h£a superior officers 
whilo at the Dallas Police Department, he .turnad the bullet fragment 
over to Captain WILL FRITZ at approximately 7s 50 p.m, Ho stated ho 
had no. further information concerning tho matter and that bio only 
participation in this aeries of 'events. was the acceptano© of the'', 
fragment and delivery of same tq Captain , FRITZ ^ ' 
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